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biencon 


Your recent re-application for employment with this 
Feeney has been given careful. congideratione We bave 
again reviewed every possivility of a suitable opening 
anc Tind tsere has Leen no chance in the situztion since 
our letter to you of 31 August 1919 etating thet we had 
no suitable vacancy to which you could be assicned. 


We will continue ic keep your application on record 
for consideration should some thing suitable occur at any 
tine in the future. Meanwhile we appreciate your con 
tinued interest and regret tat a more favorable reply 
cannot be made at this tine. 


vinterely, 


cc: Director we 


Chief, Personnel Div. (w/file) 
Central Records 
Exec chrono 


E:LTS/me (30 JanB0) 
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